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SEGURrTY WFORMMWM 


Official Diary 


Thursday, 6 December 19^1 

25X1 


I pf Conuno called stating that due to the transfer 

of an office overseas, cables from Europe, primarily those from | 
area, were being delayed. Commo was doing everything that it could and was 
handling all matters on a priority basis but this mi^t cause some delay 
on cables intended for the Director and I undertook to advise him on this. 


25X1 


Attended briefing for Mr. Dulles on NSC 


Senior Staff meeting. 
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